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Fixtures and jigs 
vaviga t i on in® trumen t & 

&oat compass with ease 
steering compass 1 25 
Amplitude commas 125 
'Table compass i 23 
4 Leering compass 200 
Amplitude compass 200 
(and plumb bob of 3 75 kg 
F&chame&l log 
Fleetrical log 
mgine room tolegr&nh 
as ten! ng de v 1 ce a 
rompasss lens 
1 Tear vision screen 
Mreetlon finding screen 
Clinometer 

! ydrological and meteorological instruments 
■ eep sea water gauge 
Valor current measuring instruments 
Oscillation and geophysical instrument© 
Shaking table for 80 Hertz 
’ baking table for 300 Hertz 
baking table for 600 Herts 
balancing machine AK 5 
balancing machine AM 50 
T&lanclng mi chine AM 500 
felancing machine AM 2000 
balancing ms chine AM 6000 
balancing machine AM 30000 
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Field balance 
Pressure indicators 
mini me tor 

Automatical temperature and pressure regulators 
l'loat type regulator 
Regulator support 
Controlling device 
Controlling cylinder 
Oil pump 

Valves 1 ^ 01 * 8 acc88sorles for hydraulic implements 
Throttles 

Measuring instruments and accessories 
Controlling plants and panels 
Switchboards 

Special regulators and special accessories 

Components and spare parts 

Repairs 

Assemblings 

Lohnbearbeitung (sub contracts) 

wooden cases 

Brieselang 

ind.iStef) kS pr0bably ^meters (as a handwritten note 


50,000 

5.500.000 

350.000 

270.000 

680.000 

300.000 

250.000 

550.000 

400.000 

150.000 

1 . 100.000 

400.000 

750.000 

300.000 

400.000 
12,000 

400,000 

15.000 

60.000 
1,000,000 
1,000,000 
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Sum: 


12,343,800 

1,500,000 


Total: 13,843,800 
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